DOCKETED ITEMS      99

9109300122 Forwards response to NRC 910816 request for addl info on actions taken
prior to restart to satisfy or enhance present methods re App R requirements.Info ad-
dresses effectiveness of addl operator in responding to fire-induced operation.
CROSS.J.E., WALT.T.D. Portland General Electric Co. 91/09/23. Document Control
Branch (Document Control Desk). 64pp. 59244:104-59244:168.

Q. inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109050314 Responds to NRC 910726 Itr re violations noted in insp rept 50-344/91-
17.Correcth/e actions:statement, "QA Record when Completed," was added to TM
Log Index form on 910808 by PCR-1358.

CROSS.J.E. Portland General Electric Co. 91/08/26. Document Control Branch (Doc-
ument Control Desk). 7pp. 59028:353-59028:359.

9109160152 Forwards insp rept 50-344/91-29 on 910805-09.NO violations noted.
KIRSCH.D. Region 5 (Post 820201). 91/08/30. CROSS.J.E. Portland General Electric
Co. 3pp. 59097:227-59097:241.

-9109160162 Insp rept 50-344/91-29 on 910805-09.No violations noted. Major areas
inspectedrdesign changes.risk assessment of loss of dc busses & followup of previ-
ously identified items.
HUEY.F.R. Region 5 (Post 820201). 91/08/30. 12pp. 59097:230-59097:241.

9109170017 Forwards Exam Rept 50-344/OL-91-01 administered on 910806-09.
FIRSCH.D.F. Region 5 (Post 820201). 91/09/06. CROSS.J.E. Portland General Elec-
tric Co. 2pp. 59120:058-59120:066.

-9109170019 Exam Rept 50-344/OL-91-01 administered during wk of 910805. Exam
results:all five reactor operator applicants passed exam.

SUNDSMO.T.B., MILLER.LF. Region 5 (Post 820201). 91/09/06. 7pp. 59120:060-
59120:066.

9109230018 Ack receipt of 910807 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-344/91-14 on 910708.

KIRSCH.D.F. Region 5 (Post 820201). 91/09/13. CROSS.J.E. Portland General Elec-
tric Co. 1p. 59156:109-59156:112.

-9109230019 Responds to NRC 910708 Itr re violations noted in insp rept 50-344/91-
U.Corrective actions:MR 91-3778 initiated on 910517 to replace valve CC2044 & per-
sonnel have been counseled on need to follow procedural instructions.
WALT.T.D. Portland General Electric Co. 91/08/07. Document Control Branch (Docu-
ment Control Desk). 3pp. 59156:110-59156:112.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109270021 Ack receipt of 910826 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-344/91-17.

RICHARDS.SA Region 5 (Post 820201). 91/09/18. CROSS.J.E. Portland General
Electric Co. 1 p. 59216:084-59216:091.

9109260063 Provides updated response to violations noted in Insp Rept 50-344/91-
11.Util ack violation of TS 3.3.3.4.Review of meteorological tower data revealed posi-
tion could not be supported. No corrective actions necessary.
CROSS.J.E. Portland General Electric Co. 91/09/19. Document Control Branch (Doc-
ument Control Desk). 1p. 59219:002-59219:002.

R. Periodic operating reports & related correspondence

9109110289 "Trojan Nuclear Plant Semiannual Radioactive Effluent & Waste Disposal
Rept,Jan-June 1991." W/910829 Itr.

CROSS.J.E, WALT.T.D. Portland General Electric Co. 91/06/30. 58pp. 59100:138-
59100:195.

9109050252 Forwards fitness for duty program performance data rept for period Jan-
June 1991 .per 10CFR26.71 (d).

CROSS.J.E, Portland General Electric Co. 91/08/26. Document Control Branch (Doc-
ument Control Desk). 11pp. 59029:296-59029:306.

9109160320 Monthly operating rept for Aug 1991 for Trojan Nuclear Plant.W/910912 Itr.
ULMER.F.J., ROBINSON.W.R. Portland General Electric Co. 91/08/31. 5pp.
59119:126-59119:130.

9109100215 LER 91-028-00:on 910808,determined that some fire barrier surveillances

i procedures.Seismic

.      ,                    .                                                          91/08/30.  6pp.

59095:184-59095:190.

9109170089    LER    91-02 7-00 :on    910813,steam    generator    tube    degradation
occurred.Caused by intergranular attack & outer diameter stress corrosion cracking in
hot leg lower regions of SG. Tubes will be plugged or sleeved.W/910911 Itr.
FORD.E.W.,   ROBINSON.W.R.   Portland   General   Electric   Co.   91/09/11.   6pp.
59157:025-59157:030.

9109170123 LER 91-020-00:on 910813,auxiliary feedwater flow channel discovered not
in accordance w/Tech Spec.Caused by personnel error.Surveillance procedures
revised.W/910912ltr.

MICHALK.B.,   ROBINSON.W.R.   Portland   General   Electric   Co.   91/09/12.   7pp.
59157:043-59157:049.

9109170235 Revised Part 21 rept re defect in design of bolted-splice electrical termina-
tion kits supplied by Conax Buffalo Corp. Affected terminations removed from plant in
Mar 1991.Util continuing evaluation of condition.

CROSS.J.E Portland General Electric Co. 91/09/12. MARTIN.J.B. Region 5 (Post
820201). 1 p. 59121:115-59121:115.

9109250192 Part 21 rept re design of bolted-splice electrical termination kits supplied by
Conax Buffalo Corp. Util continuing evaluation of condition.

CROSS.J.E. Portland General Electric Co. 91/09/12. MARTIN.J.B. Region 5 (Post
820201). 1 p. 59200:322-59200:322.

9109200122 LER 91-029-00:on 910815.potential for control room doses discovered to
exceed    design   limits   following   fuel   handling   accident.Caused   by   incorrect
design.Developing design basis documentation for selected sys.W/910916 Itr.
FORD.E.W.,   ROBINSON.W.R.   Portland   General   Electric   Co.   91/09/16.   6pp.
59195:066-59195:071.

U. Congressional/Executive Correspondence

9109270157 Responds to 910807 Itr requesting status update of concern voiced by U
Heiser that he was denied permanent employment because he raised safety issues to
NRC concerning facility.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/08/19. GORTON.S.
Senate. 1p. 59252:275-59252:278.

-9109270165 Requests further response to 910508 Itr on behalf of U Heiser re allega-
tions of harassment by POGE.

GORTON.S. Senate. 91/08/07. RATHBUN.D.K. Congressional Affairs. 1p. 59252:276-
59252:276.

-9109270166 Responds to 910508 Itr requesting review of concern voiced by U Heiser
that he was denied permanent employment because he raised safety issue to NRC
concerning facility. Further investigations will be necessary.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/03. GORTON.S.
Senate. 1p. 59252:277-59252:278.

V. Operator Examinations

9109050098 Notifies of termination of senior operator license for RL Russell,License
Number SOP-2559-6.

CROSS.J.E. Portland General Electric Co. 91/08/26. Document Control Branch (Doc-
ument Control Desk). 1p. 59026:355-59026:355.

9109040335 Notifies of termination of Operator License OP-5539-4 for RW
Monsive.effective 910805.

CROSS.J.E. Portland General Electric Co. 91/08/29. Document Control Branch (Doc-
ument Control Desk). 1p. 58998:216-58998:216.

9109170017 Forwards Exam Rept 50-344/OL-91-01 administered on 910806-09.
FIRSCH.D.F. Region 5 (Post 820201). 91/09/06. CROSS.J.E. Portland General Elec-
tric Co. 2pp. 59120:058-59120:066.

-9109170019 Exam Rept 50-344/OL-91-01 administered during wk of 910805. Exam
results:all five reactor operator applicants passed exam.

SUNDSMO.T.B., MILLER.LF. Region 5 (Post 820201). 91/09/06. 7pp. 59120:060-
59120:066.
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F. Security, medical, emergency & fire protection plans

9109060182 Ack receipt of 910802 Itr which transmitted changes identified as rev 1 to
app A of facility industrial security plan submitted under provisions of
10CFR50.54(p).Concludes that changes are acceptable.

GREGER.LR. Region 3 (Post 820201). 91/08/26. SHELTON.D. Toledo Edison Co.
2pp. 59034:199-59034:200.

S. Reportable occurrences, LERs & related correspondence

9109030044 Part 21 & deficiency rept re defect identified in design of electrical termina-
tion kits supplied by Conax Borp.Existing kits replaced w/environ qualified termination
kits.

WALT.T.D., CROSS.J.E. Portland General Electric Co. 91/08/20. Region 5 (Post
820201). 4pp. 58926:348-58926:351.

9109040452 LER 91-015-01 :on 910412,single failure of component cooling water pump
unit cooler occurred without recognition  of  operators.Caused  by single failure
criterion.Restriction placed on plant operation to prevent entry.W/910830 Itr.
HARVEY.D.J., ROBINSON.W.R. Pacific Gas & Electric Co. 91/08/30. 8pp. 59009:098-
59009:105.

M. Antitrust correspondence

9109100171 NRC Staff answer to petition of city of Brook Park.OH for leave to inter-
vene.* Petition should be denied based on listed reasons.W/Certificate of Svc.
HOMS.R., TURK.S.E. Office of the General Counsel (Post 860701). #391 12166. 91 /
08/28. 9pp. 59023:234-59023:242.

9109250054 City of Brook Park suppl to petition for leave to intervene.* In consideration
of foregoing.petition of City of Brook Park.OH for leave to intervene should be grant-
ed. W/Certificate of Svc & svc list.

OTTINGER.G.D. Duncan, Allen & Talmage (formerly Duncan, Allen & Mitchell).
LAMBROS.D.A. Brook Park, OH. #391 12178. 91/09/04. Atomic Safety and Licensing
Board Panel. 9pp. 59193:094-59193:102.General Electric Co. 91/09/19. 4pp. 59217:202-59217:205.0. ORSER.W.S. Detroit Edison Co.
